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EXHIBIT A 
SPARE PARTS REQUIRED FOR EACH INDEXING RECTIFIER 
NRA IE RON RR A Ace mare tne rom eRe 


co 


Part Noo Description Quantity Unit Price Extension 
1940983052 Dialce Pitot Light Assyo 4 5025 13,00 
Type 327 Go Eo Lamp h 13h 5036 
400 LT! Micro SW. Light Assy. 2 10.68 21.22 
102 PBlaT2 Micre SW. Push But. SWo 4 24290 87.60 
103 PBIaT2 Micro SW. Puch But. SW. i 26olyt 26.48 
Type 33 Go Ee Lamp 42 1o3h 16.08 
7538 Dialco Lamp Hofder 2 ho2t 8.142 
39-28975 Diateo Lamp 2 5036 10,72 
BMD--100=S 11 /SC West Inghouse {COW Lamp 12 1.8 22.08 
2050 RCA Thyrstron Tube i2 4.88 58.56 
B2-2RWETOh Micro Switch 4 8.90 35.60 
§5 PAT Miaro SW. Lamp Extractor a 5 bk 5oGly 
iA | Littelfuse 3AG 1 Box 068 068 
2A Littelfuse 3AG 1 Box 263 268 
2A Littelfuse 3AG Stow Blow § Box 8097 1697 
5A Littelfuse 3AG Stow Blow { Bax 1.60 1.60 
BA Littelfuse 3AG. Stow Blow I Box 124 b 28 
Fustiron FRM #5 i Box 2,65 2965 
TOTAL, 7 $319 018 


Estimated Cost $295.8! 
Fixed Fee 23067 


Total Cast $319.48 
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EXHIBIT B 
SPARE PARTS REQUIRED FOR EACH ENHANCEMENT VIEWER 
Part Noo Description Quantity . Unit Price Extension 
3102A>16=407 Connector q 1.20 820 
ZIOCA@28-41P Connector e bYy-4 3021 
FIOPAaF2a14P Connector ] 2.65 2.65 
J1068-28—1 15 Connector Q 5.13 5.03 
31068216—105 Connector § 2020 2.20 
31068-32215 Connector ’ heoTh oT 
@PBL2 Pushbutton L 6.57 26.28 
ITL ta2 Toggle Switch he 5.95 23.80 
2TL 12 Toggte Switch 4 7.87 34 48 
2TL a7 Toggie. Swi ¢ch Lk Toy 31076 
LT to Toggie Switch hy 11.20 4.80 
V3 01, dV=5 a 
- Actuator Micro Switch ir $140 5060 
OSRAM HBO.200 Lamp 4 57002 57.02 
KARBER=200 Aulotransformer t 16033 76033 
OSRAM HV,Z#BCD Starter. q 40.69 L0.8 
STD, Shaft Noo 
R250,51" Length Mechanical Cables 2 OLS 80.92 
SF 250 CW 60f-} Both base size 
clatch coup! ing a 64.75 6,075 
Bearing Mount Flange Mounted 
Controf Mode t 93037 13037 
B3A1142352.6 (Filter Whee! Motor) 
(60 cycle} Ghabe Planatory | 
Guar Reduction ‘ $08.18 108.68 
HTO0=3 _ Shock Mounting 4 13.15 53.8) 


© 


Approved For Release 2001/04/10 : CIA-RQRE0B00879R001 100030131-6 


